MRS. MINNIE WILSON. Sworn for the State. ON the 26* day of April 1913,1 saw Mrs. Maud 
Bailey at 122 Wells St., my husband’s place of business. Mrs. Bailey came into the place and asked 
permission to use the telephone and we told her she could use it. Whoever it was she was talking to, she 
called the Swift Soap Works, where she worked at the time, and whoever it was that was talking with 
her at the end of the line evidently told her to come up therefor her money for her reply was, “I can’t 
come up there for I am sick and I will send an order”, and I said to her after she got through talking, 
what do you want to be lying to them for, you know you are not sick, and she said “I am always sick”. 
A girl named Florence Earnest came into the store with Mrs. Bailey, and after Mrs. Bailey had talked 
awhile, she let Florence Earnest talk over the phone and Mrs. Bailey had a a paid of new shoes with her 
and while the other girls was talking, she (Mrs. Bailey) tried on one of the shoes. All this happened a 
little before twelve o’clock, noon, and then Mrs. Bailey went out of our place, and in about 15 or 20 
minutes she came back and asked to use the phone again, and she called the Swift Soap Works and 
asked to talk to Mr. Newcomb and she seemed to be quarrelling with Mr. Newcomb. She told him to 
meet her at twelve thirty or as soon thereafter as possible to see the parade. I know Mrs. Bailey’s 
general character or reputation. That character is bad and I would not believe her on oath. 



